STAT 


pre RE bake ee 


TAT 


Logistics & Procurement tow Division, c 


Phe Se 


Suilding Planning Staff, OL 


Architect=Engineer Seleetion 


1. ‘the Building Planning Stale 


3P8), Office of Loylistics, 
is currently Geveleving 


py eeedures ee the selsetion of an 
Arcnitect-Enalneocr for desicn services fer the mew building at 
Htadquarters. 


2. Our rescareh indica 


tes that Publie Law 92-562, known 2s 
tne Brooks Act, dietates that the Agency's evaluation criteria 
for interestad firwas cannot include the cost of services, 1.¢., 
only qualification and porformance data nay be submitted Dy 
interested firns ana 


Ca Ad thet foe pronosals are negotiated after 
selection. 


36 it is requested that OL/BPS be provided a legal 
interpretation of the apolieebility ef The Browks Act and 
recommendes procedures thet woul vernic e fee osroposal to be 
included as wart of the eae eritoria. An exvediticus 
response to this ingulry vill sernit OL/PLES to cermicte 
develonmiont of seleetion oroCecnred. 


any 


4 attaches 1g a hemorandun for the Neeerd outlining the 
sclection procecures used py the General Services Aduinistration. 


STAT 


Attachnent 


“AS: Stated 


Distribution: 
Orig - Adse, w/att 
4’ - OL/BPS (official), w/o att 
1 = OL/BPS Chrono, w/o att 
1 - OL Reader OL 1 4930 
oL/eps{————*d:SC«C28 ov 81) 
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